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Message Text 


UNCLASSIFIED 

PAGE 01 MONTEV 02780 I414I8Z 
43 

ACTION ARA-20 

INFO OCT-OI ISO-00 CIAE-00 DODE-00 PM-07 H-03 INR-10 L-03 

NSAE-00 NSC-IO PA-03 RSC-01 PRS-OI SPC-03 SS-I5 

USIA-I5 ACDA-I9 10-13 AID-20 DRC-01 /145 W 

094141 

P 141354Z SEP 73 

FM AMEMBASSY MONTEVIDEO 

TO SECSTATE WASHDC PRIORITY 5222 

UNCLAS MONTEVIDEO 2780 

E.O. 11652: N/A 
TAGS: PFOR, UY, Cl 

SUBJ: URUGUAY RECOGNIZES NEW CHILEAN GOVERNMENT. 

OFEICE OF THE PRESIDENCY ISSUED FOLLOWING COMMUNIQQZ (UNOFFICIAL 
TRANSLATION AFTERNOON SEPT 13: 

"THE FOREIGN MINISTRY OF OUR COUNTRY INSTRUCTED ITS EMBASSY 
IN CHILE TO ACCEPT THE NOTE SENT TODAY BY WHICH IT IS INFORMED 
OF THE INSTALLATION OF THE NEW GOVERNMENT. 

"THE COMMUNIQUE SENT BY THE CHILEAN MINISTRY OF FOREIGN AFFAIRS 
STATES THAT THE GOVERNMENT EXERCISES CONTROL OVER ALL THE 
TERRITORY AND THAT ITS AIM IS TO MAINTAIN CHILE'S TRADITIONAL 
FOREIGN POLICY AND TO COMPLY COMPLETELY WITH ITS INTERNATIONAL 
AGREEMENTS. 

"THE NOTE WAS DELIVERED TO THE URUGUAYAN EMBASSY IN SANTIAGO, 
WHICH IMMEDIATELY FORWARDED IT TO OUR FOREIGN MINISTRY. 

"THIS AFTERNOON THE MINISTER OF FOREIGN AFFAIRS DR. JUAN CARLOS 
BLANCO INSTRUCTED, IN ACCORD WITH TRADITIONAL NORMS, THAT THE 
NOTE BE ACCEPTED." 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RECOGNITION, DIPLOMATIC NOTES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 SEP 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973MONTEV02780 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: MONTEVIDEO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730934/aaaaayxh.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19-Nov-2001 by maustmo; APPROVED <26 FEB 2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: URUGUAY RECOGNIZES NEW CHILEAN GOVERNMENT. OFFICE OF THE PRESIDENCY ISSUED FOLLOWING COMMUNIQQZ 

(UNOFFICIAL 

TAGS: PFOR, UY, Cl 

To: STATE 

Type: TE 
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